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by the Authority pursuant to Section 4 of this Act; provided that
this section shall become effective as to new sources of pollution upon
the effective date of this Act; provided, further, that in the case of
such existing discharges no final order of discontinuance of present
discharges shall be entered until five years after service of an order
of this Authority, provided, however, that the State Board of Health
may summarily order the discontinuance of the discharge of any
waste that is found to be a menace or hazard to public health.
SECTION 12: Discontinue or abate existing discharge when or-
dered.-Any person who at the time of the enactment of this Act is
discharging sewage, industrial waste or other wastes into any of
the waters of the State, without regard to the time that such dis-
charge began, or whether such continued discharge has been by virtue
of a permit issued by the State Health Officer in accordance with
the provisions of Section 5002, Title 30, Chapter 121, Page 170,
Code of Laws of South Carolina, 1942, shall discontinue the dis-
charge of such sewage, industrial waste or other wastes into, or in
such manner or quantity as to cause pollution of the water of the
State upon receipt of the final order of the Authority,issued pursuant
to the provisions of Sections 3, 4 and 5. Provided, however, that in
the case of such existing discharges, except those discharges causing
an actual or potential hazard to public health, no final order of dis-
continuance of discharge shall be entered until one year after service
of any order of the Authority determining that such discharge consti-
tutes pollution in contravention of the standards adopted by the Au-
thority, and directing the alleged polluter to take such steps as may
be necessary to abate the polluting content of such discharge to con-
form with the standards of the Authority. Nothing herein contained
shall be construed to postpone, stay or abrogate the enforcement of
the provisions of the public health laws of this State and rules and
regulations promulgated thereunder in respect to discharges causing
actual or potential hazards to public health.
SECTION 13: Inability comply with standards or orders be-
cause of no practical method for disposal or treatment.-Notwith-
standing the provisions of Sections 3, 4, 5, 11 and 12, if, after
public hearing, the Authority finds that it is impossible or imprac-
ticable for any person to comply with the standards, determina-
tions or orders of the Authority as to treatment of sewage, industrial
waste or other wastes, because no adequate or practical method
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